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NARA RG104, Entry 1, Box 179 


Department of Public Works. 

Bureau of Highways 

Office of the Chief of Bureau 

City Hall 

Philadelphia 

December 28, 1892 

Col. O.C. Bosbyshell 
Supt. United States Mint 

Dear Sir 

Steam is issuing from the manhole of sewer of South East Broad & Chestnut Sts. and my 
inspector informs and that he thinks it comes from the Mint. Will you please have examination 
made and inform me if there is any discharge of steam from the boilers or engines in the Mint 
into the sewer on Chestnut St. 

Yours truly 

Geo. A. Bullock 

Chief of Bureau of Highways 



